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AMENDMENT NO. 1 OCTOBER 1998 

TO 
IS 12232 ( PART 2 ) : X99S IRRIGATION 
EQUIPMENT— ROTATING SPRINKLER 

PART 2 TEST METHOD FOR UNIFORMIT/ OF DISTRIBUTION 

( First Rwision) 

r 

( Page S, clause A*3, para 1 ) - Insert the following at the end oC the 
paiagiaph: 

'For computing the CDU only those collectois shall be considered which fall 
under effective diameter of coverage as determined by the method q>eciGed in 
74ofIS12232(Partiy. 



(FAD 54) 



Re|NPgnphy MtkU BIS, New DelU, Mii 



Irrigation Equipment and Systems Sectional Committee, PAD 35 



FOREWORD 

This Indian Standard ( Part 2 ) ( First Revision ) was adopted by the Bureau of Indian Standards, 
after the draft finalized by the Irrigation Equipment and Systems Sectional Committee had been 
approved by the Food and Agriculture Division Council. 

The objective of the sprinkler irrigation is to achieve uniform application over a given land area. 
Every sprinkler has a water distribution characteristic that is dependent on water pressure and size 
of the nozzle. The distribution uniformity is affected by the distribution characteristics and the 
spacing pattern of the sprinklers. There is therefore need to compare the distribution uniformity 
of different sprinklers under varying operating conditions. This standard helps in finding out the 
distribution uniformity of different sprinklers. 

Part 1 of this standard specifies the design and operational requirements for rotating sprinklers 
and nozzles and gives definitions and general test conditions. 

This standard was first published in 1987. This first revision is being brought out aligning the 
standard with the corresponding ISO 7749/2 : 1990 ( E ) 'Irrigation equipment — Rotating 
sprinklers : Part 2 Uniformity of distribution — Test methods*, issued by the International 
Organization for Standardization ( ISO ). 

In reporting the results of a test or analysis made in accordance with this standard, if the final 
value, observed or calculated, is to be rounded off, it shall be done in accordance with 
IS 2 : 1960 'Rules for rounding off numerical values ( revised )\ 
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1 SCOPE 

This standard ( Part 2 ) specifics the 
conditions and methods used for testing the 
uniformity of distribution of rotating sprinklers, 
expressed as a function of the coefficient of 
distribution uniformity ( CDU ). It applies only 
to stationary rotating sprinklers intended for 
irrigation and for operation at the pressures 
recommended by the manufacturer. 

2 REFERENCE 

IS 12232 ( Part 1 ) : 1987 ^Rotating sprinklers : 
Part 1 Design and operational requirements', is 
a necessary adjunct to this standard. 

3 DEFINITIONS 

For the purpose of this standard the following 
definitions in addition to those given in Part 1 
of this standard shall apply. 

3.1 Collector 

Receptacle used for collecting the water 
discharged by the sprinkler during the test of 
distribution uniformity. 

3.2 Water Application Rate 

Mean depth of water applied to an area 
irrigated in a unit of time { for example, 
millimetres per hour ). 

4 TEST OF DISTRIBUTION UNIFORMITY 
4.1 Gfoeral Test Conditions 

4.1.1 Test Area Layout 

The test area where the collectors are posi- 
tioned shall be levelled evenly in a horizontal 
plane ( a maximum slope of one percent for the 
test area is acceptable ). It shall be free from 
obstacles that could block the free distribution 
of water. 

There shall be no trees or obstructions in the 
vicinity, as these could cause varying air flow 
over the test area. The test area may be within 
a sheltered, enclosed structure or out in the 
open. 



4.1.2 Design of Collectors 

Collectors used for collecting the watcrdischar- 
ged by the sprinkler shall be cylindrical for at 
least the top third of their height, of uniform 
shape and size and their open edges shall be 
sharp and free from deformities. The collectors 
shall be so constructed that none of the water 
collected splashes out. The height of the 
collectors shall be at least twice the average 
depth of the water collected during the test but 
not less than 15 cm. The diameter of the 
collector opening shall be half to one times its 
height but not less than 8-5 cm. 

Collectors intended for collecting water for 
transfer to a measuring fixture shall have a 
sharp-edged round opening of at least 8*5 cm 
diameter. The collectors shall be cylindrical or 
conical ( wide base on top ), with side walls 
inclined at least 45"* from the horizontal. 

Other types of collectors may be used, provided 
that their measuring accuracy is not less than 
the accuracy of the collectors described above. 

The openings of all the collectors shall be in a 
place parallel to the ground, with a tolerance 
of ±5** and the difference in height between 
any two adjacent collectors shall not exceed 
2 cm. 

4.1.3 Installation of Sprinkler for Testing 

New sprinklers shall be run-in before the test 
for a continuous one-hour period at the test 
operating pressure. 

Mount the sprinkler on a riser with a diameter 
compatible with the connecting thread on the 
sprinkler. Ensure that the riser is fixed vertical 
during the test. The maximum allowable devia- 
tion from the vertical during the test shall not 
exceed 1**. 

The height of the principal sprinkler nozzle 
above the openings of the collectors shall be 
at least 10 times the nominal diameter of the 
sprinkler connection but not less than 50 cm. 

A sprinkler for which the manufacturer recom- 
mends a different height, for example, pop-up 
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sprinkler shall be tested with the height of the 
principal sprinkler nozzle above the openings of 
the collectors specified by the manufacturer as 
the height recommended for proper operation. 

A strainer shall be installed in the supply line 
upstream of the pressure measuring tap. The 
strainer shall be fitted with a mesh that passes 
particles not greater than 30 percent of the 
minor axis of the smallest clear passage way in 
the sprinkler. 

AAA Mtasuremmt of Atmospheric Conditions 

Before performance of the distribution test and 
during the test at intervals not exceedina IS 
min» the wind velocity and direction shall be 
measured in an open field. The wind velocity 
during the test shall be as specified in Table 3 of 
Part 1 of this standard. Change in wind direction 
shall be less than 20"^, when wind velocity 
exceeds 0-4 in/s. 

Wind measiurements shall be carried out at a 
distance not greater than 50 m from the sides 
of the test area, and at a height of about 90 
percent of the maximum trajectory height but 
not less than 2 m. Wind velocity shall be 
indicated in the test report. 

The relative humidity and ambient temperature 
shall be measured during the course of the test. 



4.1,5 Measuring Devices and Test Conations 

The test pressure shall be measured at the 
height of the main nozzle of the test sprinkler 
( see Fig. 1 ). The point at which the pressure is 
measured shall be located at least 20 cm 
upstream of the sprinkler so that the pressure 
measured is not afiected by any local variation. 

No fitting or device which may possibly cause 
a drop in pressure shall be installed between 
the point of pressure measurement and the 
sprinkler. 

The pressure shall not vary by more than ±, 4 
percent during the test. The permissible devia- 
tion of the measuring devices from the actual 
value shall be as shown in Table 1 . 

Table 1 Accuracy of Meanrement 



Meamrti Qaantity 

(1) 
Flowratc 
Pressure 



AHowable Dtrlatioa 

(2) 
± 2 percent 
^ 2 percent 



Wind velocity and direction shall be measured 
with a cup-fitted totalizing anemometer fitted 
with a vane or other direction sensitive device, 
or with any other device. 

Relative humidity and ambient temperature 
shall be measured with the standard devices 
used in meteorological field stations for measu* 
ring these parameters. 




Fig. 1 Mbasurbment of Sprinklbr PREssime 
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4J.6 Duration of Test 

The minimum test duration shall be 1 h. 

4.1.7 Calculation of Application Rate 

The water application rate is calculated from 
the formula: 



Pt 

where 


9 X 1000 






Pt 

1 


m water application 
per hour; 

« flowrate of the 
metres per hour; 


rate, in millimetres 
sprinkler in cubic 


Sx 


*M Spacing of sprinkler laterals, 


in metre; 



5q, » spacing of sprinklers along the lateral, 
in metres. 

4.2 FnU FieU Method 

4.2.1 Position the riser with the sprinkler at the 
centre of the test field at the intersection of the 
diagonals drawn from the corners to the test 
field ( see Fig. 2 ). 

4.2.2 The spacing of the collectors shall be as 
specified in Fig. 2. Permissible deviations in the 
spacing of collectors shall not exceed 5 cm in 
any direction. The area on which the collectors 
are placed shall be large enough to ensure 
complete coverage of the wetted area and shall 
have an additional suitable safety margin. 



4.2J The method of calculation of the coeffi. 
cient of distribution uniformity ( CDU ) is given 
in Annex A. 

4.3 Battal Method 

This method shall only be performed in no-wind 
conditions. 

Install the collectors along a straight line drawn 
from the test sprinkler at the centre. The 
maximum spacings of the collectors along the 
line shall be as shown in Table 2. 

Table 2 Collector Spaciig 



^oiwcioi wpHcma 


UmmIw of Covtnt. 


m,Max 


m 


(i) 


(2) 


1 


:S20 


2 


>20 



The number of collectors along the line shall be 
such as to cover the entire radius of coverage 
of the sprinkler and shall have an additional 
safety margin. 

During the test the riser supporting the sprin- 
kler shall be manually rotated a quarter of a 
revolution ( 90° ) about its axis three times, at 
equal intervals of time. This rotation Is peifor- 
med durina the periods when the water jet of 
the sprinkler Is not above the collectors. 

Calculation of the coefficient of distribution 
uniformity ( CDU ) is given in Annex A. 
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m « 1 m for aprlnktera of diameter of coverage of 
10 m and leaa 



Xia the collector for establishing diameter 



coverage [ see IS 12232 ( Part 1 ) ] 
NOTE ^ The method of testing the diameter of coverage is specified in IS 12232 ( Part 1 ). 

Fig. 2 Collector Placement Pattern for the Testing of Sprinkler Distribution and 
Diameter of Coverage by Full Field Method 
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ANNEX A 
{Clauses 4.2.3 and 4.3) 
UNIFORMITY OF WATER APPLICATION 



A-1 The objective of sprinkler irrigation is to 
achieve uniform application over a given land 
area. Every sprinkler has a water distribution 
characteristic that is dependent on water pres- 
sure and size of the nozzle. Different sprinklers 
have different distribution characteristics and 
the spacing pattern of the sprinklers. There is, 
therefore, a need to compare the distribution 
uniformity of different sprinklers under varying 
operating conditions. 

A-2 The following Christiansen formula shall be 
used for calculating the coefficient of distribu- 
tion uniformity ( CDU y 



CDU =a 100 



L n X nta J 



where 

CDU is 
uniformity. 



the coefficient of distribution 



m » arithmetic average of the 
readings; 

h\ s individual reading at each 
collector; 

n B number of readings; 

Z (hm - hi) =s sum of the absolute values 
of the individual deviations 
from the average. 

A-3 The coefficient of distribution uniformity 
is computed from the results of the sprinkler 
distribution tests in the field. Collectors of 
equal size and shape are spread at equal and 
fixed spacings over the test field. The quantity 
of water in each collector serves as a basis for 
computing the coefficient. 

For overlapping individual sprinkler patterns 
for simulation of field conditions, the water 
distribution pattern for different sprinkler spa- 
cing — on the basis of the distribution pattern 
obtained from a single sprinkler tested by the 
full field method ( see Fig. 2 ) and the CDU for 
different spacings are obtained as follows: 

a) The collectors are set out as shown in 
Fig. 2. 

b) The sprinkler is operated according to 
the conditions given in this standard and 
the quantities of water in the collectors 
are measured. 



c) The quantities 
recorded. 



of water collected are 



d) The cumulative quantities of water that 
would accumulate in the collectors if 
these were placed between four sprin* 
klers identical to the tested sprinkler at 
the simulated sprinkler spacing for which 
the CDU is then computed according to 
the Christiansen formula, given in A-2. 

A-4 A distribution coefficient of 100 percent 
denotes perfectly uniform distribution over the 
entire field. Lower percentage values of CDU 
indicate poorer levels of uniformity in the 
distribution of water. 

A-5 Testing of sprinklers by the radial method 
and calculation of the CDU are carried out as 
follows: 

a) The collectors are set out at equal dis- 
tances along the radial with their point of 
origin at the point where the sprinkler is 
mounted. 

b) The sprinkler is operated according to 
the conditions specified in this standard 
and the quantities of water in the collec- 
tors are measured. 

c) The quantities of water collected in the 
simulated collectors whose location along 
the radial represent their location that is, 
their distance from the tested sprinkler ), 
if they had been set out according to 
the full field method ( see Fig. 3 ) are 
calculated. 

The above mentioned quantities of water repre- 
sent the quantities that would have collected in 
the respective collectors, if they had been set 
out according to the full field method and also 
show the distribution pattern of the tested 
sprinkler. 

d) By simulating the sprinkler spacing accor- 
ding to the spacing for which the CDU is 
to be calculated the cumulative quanti- 
ties of water that would have accumulated 
in the collectors, if these had been placed 
between four sprinklers identical to the 
tested sprinkler are calculated. The CDU 
is then determined according to the 
Christiansen formula. 
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Key 



collectors is calculated by Interpolation according 
to their radial distance from the tested sprinkler 

O Location of collectors according to the full field 
method for calculating distribution uniformity after 
overlapping 

OL*ocation of sprinkler 



©Location of collectors along the radius tested 

O Simulated location of collectors representing place- 
ment of collectors according to the full field 
method. The quantity of water in the simulated 

NOTE — Only 1/8 of the circle is shown. 

Fig. 3 Collector Placement Pattern for Determining Sprinkler Diameter of 
Coverage and for Calculating Sprinkler DmRisuTiON Uniformity as a 

Result of Overlapping 
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